
KOSELAND 


Preserved Pose Design 


Preserved Roses that will make ^our moments lasd forever" 



PRESERVED 


ROSE 


Roseland has a unique process of preserving natural Ecuadorian roses 
maintaining their shape, colors and brightness. Treated professionally so that they 
last, you will notice they are soft almost as the fresh ones and they will keep the 
color without fading. Bringing up the evolution of flowers from a temporary 
ornament to iconic arrangements and decorations. 


Cares 

Do NOT water. 

no1: ex P ose to direct sunlight or dust. 
^ No Refrigeration needed. 

Avoid high temperature and high humidity. 
p Occasional de-dusting with soft brush. 


How long do the roses normally la£t? 


©*§- 

Our preserved roses are meant to last from 
one to five years, with the right care. 



Preserved flowers are a perfect option for 
long-lasting, beautiful natural decoration. 
And here's where your creativity starts working. 

Form floral arrangements, office and home decor, 
wedding bouquets, corsages, boutonnieres, frames, 
brunchs & party accessories ... ^ou name it/ 
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PRESERVED ROSES 

Each flower head undergoes a special and intricate 
process to preserve the quality and integrity of the petals 
which are then dyed with rich and outstanding colors. 
Packaged in various bloom sizes & packing options. 



ROSE DIAMETER: 

5 TO 5,5 CM 

ROSE HEIGHT: 

5 CM 


PACK 
WINDOW BOX 


360 HEADS 
60 


MASTER CARTON SIZE 
WEIGHT 
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ROSE DIAMETER: 

6 TO 6,5 CM 

ROSE HEIGHT: 

5 TO 5,5 CM 


PACK 
WINDOW BOX 


360 HEADS MASTER CARTON SIZE 
60 WEIGHT 



ROSE DIAMETER: 

10 TO 10,5 CM 

ROSE HEIGHT: 

5,5 TO 6 CM 


PACK 
WINDOW BOX 


110 HEADS 
110 


MASTER CARTON SIZE 
WEIGHT 


130X36X36 CM 
28 KG 


130X36X36 CM 
28 KG 


130X36X36 CM 
28 KG 





Catalogue 




We also have Preserved Stemmed Roses available and the 
go by stem length. Both the head, foliage and stems have 
all been separated, preserved and reconstructed back to 

have a Stemmed Rose. 


STEMS go CM 


PACKS 
WINDOW BOX 
MASTER CARTON SIZE 
WEIGHT 


90 STEMS 
9 °X(i) 

130CMX36CMX36 

28KG 


STEMS 50 CM 


PACKS 
WINDOW BOX 
MASTER CARTON SIZE 
WEIGHT 


60 STEMS 
9°X(i) 

130CMX36CMX36 

28KG 


STEMS 60 CM 


PACKS 
WINDOW BOX 
MASTER CARTON SIZE 
WEIGHT 


60 STEMS 
9 °X(i) 

130CMX36CMX36 

28KG 







OUR 


COLORS 

2017 




Beige 



Blue 



Black 



Hot Pi nil 





Pastel Pi rife 


Purple 


Rainbow 



Green 




Ordering our roses is the easiest way to get Ecuadorian Preserved roses! 

Roseland roses are packed inside individual window boxes and shipped 
in Master cartons. (Find details next to each rose description). 

Orders can be customized to include multiple colors per carton (1 color 

per Window Box). 

Our particular roses are made to order and processed directly at the 

farm. 

Orders may take 3-4 Weeks to deliver. (It will depend on the Quantity 
and will vary according to the size and type). 


^Ptea&e ^eel ^iee ta co/dad aufi uxle& team joli tnohe in^ohmcdim. 




Roseland 


www.rosolandecuador.com 


*>Uil brilU* 
bleu qui <*** 


R.OSELAND 

Preserved' Pose Uesicjn 

Address 

Av. Eloy Alfaro N74-234and Passage Juan Lascano. 
Quito - Ecuador. 


Contact us 

Cellphone: +593 98 743 5272 
info@roselandecuador.com 
roseland.ecuador@gmail.com 
USA office: +1 (702) 326 8938 


Follow us 

www.roselandecuador.com 
Q Roseland. Ecuador 
(s| Roseland. Ecuador 




